THE  FIRST  CONGREGATIONAL  CHURCH 
Burlington,  Vermont 
Founded  in  1805  of  classic  Georgian  architecture, 
unique  in  bell -tower  design,  modelled  on  the 
Choragic  monument  of  Lysicrates,  lifting  aloft 
a  symbol  of  excellent  choral  performance  which 
represents  the  church's  fine  facilities  for  worship. 
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